CONSTABULARY (IRELAND). 



RETURN to an Order of the Honourable The House of Commons, 
dated 1st April 1867 /or, 



RETURN “ of the Number of Men who, since the 1st day of January 1860, have 
been Superannuated from the Irish Constabulary, after the following 
Service: Number after 20 Years’ Service; Number after 21 Years’ Service; 
Number after 22 Years’ Service ; Number after 23 Years’ Service ; Number after 
24 Years’ Service ; Number after 25 Years’ Service ; Number after 26 Years’ Service ; 
Number after 27 Years’ Service; Number after 28 Years’ Service ; Number after 
29 Years’ Service; Number after 30 Years’ Service; Number after 31 Years’ 
Service ; Number after 32 Years’ Service ; Number after 33 Years’ Service ; Num- 
ber after 34 Years’ Service; Number after 35 Years’ Service; and, more than 35 
Years’ Service.” 



After a Service of 20 Years 
21 „ 



22 „ - 

23 „ - 

24 „ - 

25 „ - 

26 „ - 

27 „ - 

28 „ - 

29 „ - - 

30 „ - 

31 „ - 

32 „ - - 

33 „ - 

34 „ - 

35 „ - 

upwards of 35 Years 



33 

44 

55 

49 

50 
73 
60 
70 

101 

S5 

10S 

86 

37 

40 

20 

13 

44 



Constabulary Office, Dublin Castle,! 

17 April 1867. / 



J. Stewart Wood, 
Inspector General. 



262. 
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CONSTABULARY (IRELAND). 



RETURN of the Number of Men who, since 
the 1st January 1800 , have been Superan- 
nuated from the Irish Constabulary after 
Certain Periods of Service. 



( Colonel Greville-Nugent.) 



Ordered, by The House of Commons, to be Printed , 

3 May 1867. 



2l)J. 
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